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Ballistic  Meteorological  Message,  UNCLASSIFIED.  Brussels, 

Belgium,  19  May  1969. 

_ .  STANAG  4105,  Standardization  Agreement,  Requests  for  Meteoro- 

logical  Messages  for  Ballistic  Purposes,  UNCLASSIFIED.  Brussels, 
Belgium,  11  August  1967. 

_ .  NATO  Glossary  of  Terms  and  Definitions  for  Military  Use, 

UNCLASSIFIED,  April  1977. 

_ .  Air  Rep  3071-PP-S  192-M-75  -  Flight  Operations  Summary  (OPSUM) 

and  Results  Report  for  Central  Region  Air  Forces,  UNCLASSIFIED, 

3  February  1978. 

_ .  STANAG  2144,  Standardization  Agreement,  Call  for  Fire  Procedures, 

UNCLASSIFIED.  Brussels,  Belgium,  5  November  1973. 

_ .  STANAG  2147,  Standardization  Agreement,  Target  Numbering  System 

(Non-Nuclear) .  Brussels,  Belgium,  31  October  1973,  with  Amendments 
1-2,  5  April  1976. 
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North  Atlantic  Treaty  Organization.  STANAG  4130  (Final  Draft),  Standardization 
Agreement,  Interoperabil ity  of  Artillery  ADP  Systems,  NATO  RESTRICTED. 
Brussels,  Belgium,  1  August  1980. 

_ .  STANAG  3377  IRI  (Edition  No.  4)  (Amendment  No.  1)  -  Air  Recon¬ 
naissance  Intelligence  Report  Forms,  UNCLASSIFIED.  Brussels,  Belgium, 

18  April  1979. 

_ .  ADatP2(A),  NATO  Glossary  of  Automatic  Data  Processing  Terms  and 

Definitions  in  English  and  French,  UNCLASSIFIED.  Brussels,  Belgium, 

17  August  1978. 

_ .  STANAG  5031,  Introduction  of  Modern  Radio  Equipment  for  Naval 

HF,  MF,  and  LF  Shore  to  Ship  Broadcast  (U),  NATO  CONFIDENTIAL. 

Brussels,  Belgium,  July  1979. 

_ .  STANAG  5500  Standardization  Agreement,  NATO  Message  Text 

Formulation  System  (FORMETS),  NATO  UNCLASSIFIED.  Brussels,  8elgium, 

20  February  1980. 


U.S.  ARMY 

U.S.  Army,  Field  Manual  1-40,  Helicopter  Gunnery,  UNCLASSIFIED.  Washington, 

DC,  February  1973. 

_ .  Field  Manual  1-100,  Army  Aviation  Utilization,  UNCLASSIFIED. 

Washington,  DC,  October  1971. 

_ .  Field  Manual  6-2,  Field  Artillery  Survey,  UNCLASSIFIED.  Washington, 

DC,  June  1970. 

_ .  Field  Manual  6-15,  Artillery  Meteorology,  UNCLASSIFIED.  Washington, 

DC,  30  August  1978. 

_ .  Field  Manual  6-20,  Fire  Support  in  Combined  Arms  Operations, 

UNCLASSIFIED.  Washington,  DC,  30  September  1977. 

_ .  Field  Manual  6-40,  Field  Artillery  Cannon  Gunnery,  UNCLASSIFIED. 

Washington,  DC,  1  December  1978. 

_ .  Field  Manual  6-40-2,  Field  Artillery  Missile  Gunnery,  UNCLASSIFIED. 

Washington,  DC,  September  1964. 
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U.S.  Army.  Field  Manual  6-102,  Field  Artillery  Battalion  Aerial  Field 
Artillery,  UNCLASSIFIED.  Washington,  DC,  January  1970. 

_ .  Field  Manual  6-140,  Field  Artillery  Organizations,  UNCLASSIFIED. 

Washington,  DC,  April  1973. 

.  Field  Manual  11-92  (Advance  Copy)  Combat  Communications  Within 
the  Corps,  UNCLASSIFIED,  Undated. 

_ .  Field  Manual  20-32,  Mining-Countermine  Operations,  UNCLASSIFIED. 

Washington,  DC,  4  January  1971. 

.  Field  Manual  21-30,  Military  Symbols,  UNCLASSIFIED.  Washington,  DC, 
May  1970. 

_ .  Field  Manual  24-24,  Radio  and  Radar  Reference  Data,  UNCLASSIFIED. 

Washington,  DC,  20  May  1977. 

_ .  Field  Manual  30-5,  Combat  Intelligence,  UNCLASSIFIED.  Washington,  DC, 

October  1973. 

_ .  Field  Manual  31-12,  Army  Forces  in  Amphibious  Operations  (The 

Army  Landing  Force),  UNCLASSIFIED.  Washington,  DC,  28  March  1961. 

_ .  Field  Manual  57-35,  Airmobile  Operations,  UNCLASSIFIED. 

Washington,  DC,  March  1971. 

_ .  Field  Manual  61-100,  The  Division,  UNCLASSIFIED.  Washington,  DC, 

November  1968. 

_ .  Field  Manual  100-15  (Test),  Larger  Unit  Operations,  UNCLASSIFIED. 

Washington,  DC,  March  1974. 

_ .  Army  Regulation  18-12,  Catalog  of  Standard  Data  Elements  and 

Codes,  UNCLASSIFIED.  Washington,  DC,  29  March  1974. 

.  Army  Regulation  310-25,  Dictionary  of  United  States  Army  Terms 
(Short  Title:  AD),  UNCLASSIFIED.  Washington,  DC,  March  1969. 

_ .  Army  Regulation  310-50,  Authorized  Abbreviations  and  Brevity 

Codes,  UNCLASSIFIED.  Washington,  DC,  12  January  1971. 

_ .  Technical  Manual  11-7440-241-10-5,  Operator's  Manual,  Chapter  8, 

Tactical  and  Technical  Fire  Control  Function,  Fire  Direction  Center, 
Artillery,  0A-8390/GSG-10(V)  (Division),  UNCLASSIFIED  Contract 
DAAB07-68-C-0154,  Litton  Data  Systems,  1  January  1977,  Draft  Change  7, 

1  December  1977. 
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U.S.  Army.  Technical  Manual  11-7440-241-10-11,  Operator's  Manual, 

Appendix  C  -  Reference  Data,  Fire  Direction  Center,  Artillery, 
0A-8390/GSG-10(V)  (Division),  UNCLASSIFIED,  Contract  DAAB07-68-C-0154, 
Litton  Data  Systems,  1  January  1977,  Change  7,  1  December  1977. 

_ .  Draft  Equipment  Publication  Technical  Manual  11-7440-241-10-4, 

Operator's  Manual,  Chapter  5  -  Support  Function,  Chapter  6  -  Ammunition 
and  Fire  Unit  Function,  Chapter  7  -  Meteorological  Function,  Fire 
Direction  Center,  Artillery,  0A-8390/GSG-10 ( V )  (Division),  UNCLASSIFIED, 
Contract  DAAB07-68-C-0154,  Litton  Data  Systems,  1  January  1977,  Draft 
Change  7,  1  December  1977. 

_ .  Draft  Equipment  Publication  Technical  Manual  11-7440-240-10-5, 

Operator's  Manual,  Chapter  8  -  Tactical  and  Technical  Fire  Control 
Function,  Fire  Direction  Center  Artillery,  Processing  and  Display 
0A-8389/GSG- 10 ( V )  (Battalion),  UNCLASSIFIED  Contract  DAAB07-68-C-0154, 
Litton  Data  Systems,  1  January  1977,  Draft  Change  7,  1  December  1977. 

_ .  Draft  Equipment  Publication  Technical  Manual  11-7440-241-10-6, 

Operator's  Manual,  Chapter  9  -  Nonnuclear  Fire  Plan  Function,  Fire 
Direction  Center,  Artillery,  0A-8390/GSG-10(V)  (Division),  UNCLASSIFIED, 
Contract  DAAB07-68-C-0154,  Litton  Data  Systems,  1  January  1977,  Draft 
Change  7,  1  Oecember  1977. 

_ .  Draft  Equipment  Publication  Technical  Manual  11-7440-240-10-6, 

Operator's  Manual,  Chapter  9  -  Nonnuclear  Fire  Plan  Function,  Fire 
Direction  Center,  Artillery,  Processing  and  Display  0A-8389/GSG-10(V) 
(Battalion),  UNCLASSIFIED,  Contract  DAAB07-68-C-0154,  Litton  Data 
Systems,  1  January  1977,  Draft  Change  7,  1  December  1977. 

_ .  Communications  Support  Requirements  (COMSR)  Data  Base,  COMSR 

Technical  Operations  Element,  UNCLASSIFIED.  U.S.  Army  Signal  School, 
Fort  Gordon,  GA,  1  April  1977. 

_ .  Draft  Equipment  Publication  Technical  Manual  11-7440-241-10-7, 

Operator's  Manual,  Chapter  10  -  Artillery  Target  Intelligence  Function, 
Fire  Direction  Center,  Artillery,  0A-8390/GSG-lO(V)  (Division), 
UNCLASSIFIED,  Contract  DAAB07-68-C-0154,  Litton  Data  Systems,  1  January 
1977,  Draft  Change  7,  1  December  1977. 

_ .  Draft  Equipment  Publication  Technical  Manual  11-7440-240-10-7, 

Operator's  Manual,  Chapter  10  -  Artillery  Target  Intelligence  Function, 
Fire  Direction  Center,  Artillery,  Processing  and  Display,  OA-8389/ 
GSG-IO(V)  (Battalion),  UNCLASSIFIED,  Contract  DAAB07-68-C-0154,  Litton 
Data  Systems,  1  January  1977,  Draft  Change  7,  1  December  1977. 
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U.S.  Array.  Training  Circular  1-65  (Draft),  Helicopter  Operations  front 
Amphibious  Assault  Ships,  UNCLASSIFIED.  U.S.  Army  Aviation  School, 

Fort  Rucker,  AL,  December  1973. 

_ .  Functional  Interoperability  of  Tactical  ADP  Systems  in  Support 

of  the  Array  in  the  Field,  UNCLASSIFIED.  Washington,  DC,  7  March  1974. 

_ .  Facility  Description,  Navy,  Beach  Party  (BP)  (U),  CONFIDENTIAL, 

Contract  DAAB07-74-C-0623.  BDM  Services  Company,  Vienna,  VA, 

29  November  1974. 

.  Facility  Description,  Navy,  Primary  Control  Ship  -  Combat 
Information  Center  (PCS-CIC),  UNCLASSIFIED,  Contract  DAAB07-74-C-0623. 

BDM  Services  Company,  Vienna,  VA,  8  November  1974. 

_ .  TACFIRE  Interface  Handbook  (U),  TACFIRE  Encrypted  Message 

Formats  and  KD  Interface  (U),  Appendix  B,  Office  of  the  Project 
Manager,  US  Army  Tactical  Data  Systems,  CONFIDENTIAL.  Fort  Monmouth,  NJ, 
19  March  1976. 

_ .  Army  Battlefield  Interface  Concept  78,  CONFIDENTIAL,  28  December 

1978,  with  Change  1,  5  March  1979. 

_ .  Army  Battlefield  Automation  Interoperability  System  Engineering 

Management  Plan,  UNCLASSIFIED,  31  January  1979. 

_ .  Army  Tactical  Data  Systems  (ARTADS)  Standard  Data  Element 

Dictionary,  Office  of  the  Project  Manager,  UNCLASSIFIED.  Fort  Monmouth, 
NJ,  October  1975. 

_ .  TACFIRE  Data  Element  Dictionary  Index,  Office  of  the  Project 

Manager,  U.S.  Army  Tactical  Data  Systems,  UNCLASSIFIED.  Fort  Monmouth, 
NJ,  24  September  1974. 

_ .  TACFIRE  Data  Element  Dictionary,  Office  of  the  Project  Manager, 

'  07S.  Army  Tactical  Data  Systems,  UNCLASSIFIED.  Fort  Monmouth,  NJ, 

Undated. 

_ .  FM  24-25,  Wire  and  Multichannel  Reference  Data,  UNCLASSIFIED. 

Washington,  DC,  30  June  1977. 

_ .  Functional  Interoperability  of  Tactical  ADP  Systems  in  Support 

of  the  Army  in  the  Field,  UNCLASSIFIED.  Washington,  DC  7  March  1974. 
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U.S.  NAVY 

U.S.  Navy.  OPNAVINST  C3431.1B,  Ralnform  Formatted  Message  Reporting 
System  (U),  CONFIDENTIAL.  Washington,  DC,  23  August  1974. 

_ .  OPNAVINST  C5711.91B,  Book  of  Standards  for  Tactical  Data  Systems 

(NAVTACSTANS)  (U),  CONFIDENTIAL.  Washington,  DC,  9  March  1973. 

_ .  NWIP  22-l(C>,  The  Amphibious  Task  Force  Plan,  UNCLASSIFIED. 

Washington,  DC,  15  February  1974. 

_ .  NWIP  22-2(C),  Supporting  Arms  In  Amphibious  Operations,  UNCLASSIFIED. 

Washington,  DC,  15  February  1973. 

_ .  NWIP  26-1,  Minefield  Planning  (U),  CONFIDENTIAL.  Washington, 

5C,  16  October  1968. 

_ .  NWP  22-3,  Shi p-to-Shore  Movement,  UNCLASSIFIED.  Washington,  DC, 

Sctober  1976. 

_ .  NWP  26(A),  Mining  Operations  (U),  CONFIDENTIAL.  Washington,  DC, 

15  March  1974. 

_ •  NWP  42(B),  Shipboard  Helicopter  Operating  Procedures,  UNCLASSIFIED. 

Washington,  DC,  March  1976. 

_ .  NAVSHIPS  0909-003-1020,  Volume  Two,  Operational  Stations  Book 

for  Amphibious  Command  Ships,  LCC-19  Class  Communications,  UNCLASSIFIED. 
Washington,  DC,  4  February  1972. 

_ .  ONI-CS-35-7-77,  Explanatory  Notes  on  Characteristics  of  Merchant 

Ships  Listing  (U),  Naval  Intelligence  Support  Center,  CONFIDENTIAL. 
Washington,  DC,  September  1977. 

_ •  0R-CC90,  Operational  Requirement,  Hull-to-Emitter  Correlation 

OTULTEC)  (U),  CONFIDENTIAL.  Washington,  DC,  14  May  1976. 

_ •  NIPS  Phase  III  Data  Base  Documentation,  Record  Definitions 

(Final  Draft)  (U),  Naval  Intelligence  Command,  SECRET.  Alexandria, 

VA,  23  March  1976. 

_ •  Tactical  Interface  Operational  Procedures  (TIOP),  Volume  I, 

Management  and  Planning  Guide  (U),  CINCLANT,  SECRET.  Norfolk,  VA, 

14  October  1977. 
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U.S.  Navy.  Tactical  Interface  Operational  Procedures  (TIOP),  Volume  II, 
Description  and  Procedures  (U),  CINCLANT,  CONFIDENTIAL.  Norfolk, 

VA,  14  October  1977. 

_ .  Tactical  Interface  Operational  Procedures  (TIOP),  Volume  III, 

Description  and  Procedures  Secret  Supplement  (U),  CINCLANT, 

SECRET.  Norfolk,  VA,  14  October  1977. 

_ .  Air  Control/Air  Defense  Procedures  for  Joint  Service  Operations 

(IT),  CINCLANT,  CONFIDENTIAL.  Norfolk,  VA,  14  October  1977. 

_ .  Amphibious  Operations,  Naval  War  College,  UNCLASSIFIED.  Newport,  RI, 

IT  March  1969. 

_ .  Amphibious  Operations,  Shi p-to-Shore  Movement,  UNCLASSIFIED. 

March  1976. 

_ .  Naval  Communications  Med  Range  Plan  (1980-1990)  CNO  Ser  941/ 

S600977  (U),  SECRET.  Washington,  DC,  20  October  1978. 

Naval  Material  Command.  Naval  Telecommunications  Systems  Development 
Plan,  Volume  I,  Transition  Planning  Guidance  (U),  SECRET. 

Washington,  DC,  31  January  1977. 

_ .  Naval  Telecommunications  System  Development  Plan,  Volume  II, 

Design  Guidance  (U).  Washington,  DC,  31  January  1977. 

Chief,  Naval  Operations.  Navy  C2  Plan  (FY  79)  (U),  SECRET.  Washington,  DC, 

1  February  1980. 


U.S.  AIR  FORCE 

U.S.  Air  Force.  Air  Force  Manual  2-1,  Aerospace  Operational  Doctrine, 
Tactical  Air  Operations  -  Counter  Air,  Close  Air  Support,  and  Air 
Interdiction,  UNCLASSIFIED.  Washington,  DC,  2  May  1969. 

_ .  Air  Force  Regulation  55-33,  Operations  Tactical  Air  Control 

Parties,  UNCLASSIFIED.  Washington,  DC,  26  July  1971. 

_ .  TACM  200-1,  Intelligence  Reporting  Manual,  Tactical  Air  Command, 

[^CLASSIFIED.  Langley  AFB,  VA,  12  April  1974. 

_ .  Air  Weather  Service  Regulation  102-2  (DRAFT),  AWS  Standard 

Environmental  Messages  for  Support  to  Command  and  Control  Systems, 
UNCLASSIFIED.  Scott  AFB,  IL,  6  January  1978. 
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U.S.  Air  Force.  TAFIG  Technical  Interface  Concepts  (TIC)  Study  (U), 

Appendix  F,  TAFIG  Technical  Descriptions  and  Tasks  (U),  Tactical 
Air  Command,  SECRET.  Langley  AFB,  V A,  September  1976. 

_ .  Catalog  of  Information  Exchange  and  Message  Standards  (CIEMS), 

Volume  II,  Message  Standards,  Electronic  Systems  Division,  UNCLASSIFIED. 
L.  G.  Hanscom  AFB,  MA,  30  September  1976. 

_ .  Catalog  of  Information  Exchange  and  Message  Standards  (CIEMS), 

Volume  III,  Message  Glossary  Standards,  Electronic  Systems  Division, 
UNCLASSIFIED.  L.  G.  Hanscom  AFB,  MA,  30  September  1976. 

_ .  Message  Specification  (INTERIM)  for  Joint  Tactical  Information 

Distribution  System  (JTIDS)  (U),  CONFIDENTIAL.  MITRE  Corporation, 
Bedford,  MA,  8  September  1977. 

_ .  Tactical  Air  Force  (TAF)  Concept  for  the  Use  of  SIGINT  and 

ESM,  SECRET,  30  July  1976. 

_ .  Tactical  Air  Force  Integrated  Information  System  (TAFIIS) 

Raster  Plan,  Volumes  1  through  9,  SECRET,  September  1977. 

_ .  Air  Force  Pamphlet  100-14,  Communications-Electronics  Equipment 

bi rectory,  UNCLASSIFIED.  Washington,  DC,  1  May  1980. 

_ .  TAC  P55-43,  Tactical  Air  Control  System  Equipment,  UNCLASSIFIED. 

Langley  AFB,  V A,  9  December  1977. 

_ .  TAFIG  78-1,  Tactical  Air  Forces  Integrated  Information  System 

CTafUS)  Master  Plan,  Volume  V,  Communications-Electronics-ADP 
Capabilities  (U),  SECRET.  Langley  AFB,  VA,  September  1979. 

.  407L  TACS  Communications  System  User  Guide,  Electronic  Systems 
UTvIsion  (ESO),  UNCLASSIFIED.  Bedford,  MA,  31  January  1973. 


U.S.  MARINE  CORPS 

U.S.  Marine  Corps.  FMFM  2-1,  Intelligence,  UNCLASSIFIED.  Washington,  DC, 

18  October  1977, 

_ .  FMFM  3-3,  Hel Icopterborne  Operations,  UNCLASSIFIED.  Washington,  DC, 

I?  July  1972. 

_ .  FMFM  4-3,  Shore  Party  and  Helicopter  Support  Team  Operations, 

”  UNCLASSIFIED.  Washington,  DC,  16  September  1970. 
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U.S.  Marine  Corps.  FMFM  5-1,  Marine  Aviation,  UNCLASSIFIED.  Washington,  DC, 

3  October  1973. 

_ .  FMFM  7-1,  Fire  Support  Coordination,  UNCLASSIFIED.  Washington,  DC, 

TMarch  1978. 

.  FMFM  7-2,  Naval  Gunfire  Support,  UNCLASSIFIED.  Washington,  DC, 

Z0T  July  1972. 

.  FMFM  10-1,  Communications,  UNCLASSIFIED.  Washington,  DC, 

ZT  June  1976. 

_ .  FMFM  7-4,  Field  Artillery  Support,  UNCLASSIFIED.  Washington,  DC, 

Z7  December  1976. 

_ .  A(A)0413I,  MAB  in  an  Amphibious  Operation,  MCDEC,  UNCLASSIFIED. 

Quantico,  VA,  January  1972. 

_ .  BnO  P3000.2,  Standing  Operating  Procedure  for  Operations  and 

Gunnery,  3rd  Battalion,  10th  Marines,  2nd  Marine  Division,  FMF, 
UNCLASSIFED.  Camp  Lejeune,  NC,  15  May  1974. 

_ .  C(C)2111I ,  MAF  in  Amphibious  Operation,  MCDEC,  UNCLASSIFIED. 

Quantico,  VA,  1974. 

_ .  Marine  Integrated  Fire  and  Air  Support  System  (MIFASS),  Detailed 

Requirements  Document,  Volumes  I  and  II,  MCDEC,  UNCLASSIFIED. 

Quantico,  VA,  21  March  1977. 

_ .  System  Description  Document  (SDD)  for  a  Marine  Integrated  Fire  and 

Air  Support  System  (MIFASS),  Marine  Tactical  Command  and  Control  Systems 
Test  Division,  UNCLASSIFIED.  Camp  Pendleton,  CA,  24  August  1976. 

_ .  Amphibious  Support  Information  System  (ASIS),  Users  Guide, 

07S.  Naval  Amphibious  Base,  Little  Creek,  UNCLASSIFIED.  Norfolk,  VA, 
October  1975. 

_ .  Shif>-to-Shore  Movement,  Part  1,  Unloading  Periods  and  Landing 

Categories  Programmed  Instruction,  U.S.  Navy  Amphibious  Base, 
UNCLASSIFIED.  San  Diego,  CA,  August  1968. 

_ .  Draft  Division  Order  P3130.2A,  Standing  Operating  Procedures 

?or  Fire  Support  Coordination,  2nd  Marine  Division,  FMF,  UNCLASSIFIED. 
Camp  Lejeune,  NC,  Undated. 

_ .  Landing  Force  Integrated  Communications  System  Architecture, 

Harine  Corps  Development  and  Education  Command,  UNCLASSIFIED. 

Quantico,  VA,  April  1976. 


J I NT ACCS  TIDP-TE 


SECOND  UPDATE,  March  1981 


Appendix  8 


U.S.  Marine  Corps.  Marine  Air  Command  and  Control  System,  1985  (MACCS-85), 
SECRET,  15  September  1977. 

_ .  Required  Operational  Capability  (ROC)  No.  USMC-ROC-CCC-1.28 

MSCCS-85,  UNCLASSIFIED,  25  January  1978. 


OTHER  (U) 

ANSI-3. 66-1978,  Advanced  Data  Communications  Control  Procedures  (ADCCP), 
UNCLASSIFIED.  American  National  Standards  Institute,  New  York,  NY, 

1979. 

ISO-3309-1976,  High  Level  Data  Link  Control  Procedures  (HDLC) ,  UNCLASSIFIED. 
The  International  Organization  for  Standardization,  Switzerland,  1976. 

FED  STD  1003,  Telecommunications  Synchronous  Bit  Oriented  Data  Link  Control 
Procedures,  UNCLASSIFIED.  Washington,  DC,  March  1979. 

Federal  Standard  1005,  Telecommunications,  Coding  and  Modulation  Requirements 
for  Nondiversity  2400  Bit/Second  Modems,  UNCLASSIFIED.  Washington,  DC, 
20  January  1977. 

IS0/TC97/SC16,  Reference  Model  of  Open  Systems  Interconnection,  (Version  4  as 
of  June  1979),  UNCLASSIFIED.  The  International  Organization  for 
Standardization,  Switzerland,  August  1979. 

CSESD-15D,  Communications  Security  Equipment  System  Document  for  TSEC/DY-65/75 
(U),  CONFIDENTIAL.  Ft.  Meade,  MD,  February  1979. 


